


The lifting and pulling jobs ‘Tugit’ does easily every day are 
countless. It’s geared like the most efficient chain block but is 
built for use at any angle, anywhere. The small size weighs a 
mere 16% lbs. but can lift or shift a 1-ton load with only a 
40-lb. pull on the handle. That’s 36% less effort to handle 
capacity loads than the average ratchet-lever hoist requires. 
It lifts and lowers smoothly even in tight spots where no regu- 
lar hoist will fit. Loads can be moved as little as 3/32’ when 
accurate spotting is a must. 


Every ‘Tugit’ part is built tough for extra safety. The handle 


‘TUGIT’ DOES ALL THESE 
JOBS AND THOUSANDS MORE 


Assembles parts . . . closes freight car doors 

. stretches cable ... pulls pipe together ... 
handles heavy repair parts... moves machinery 
. . . lifts furnace covers . . . joins conveyor 
belts .. . unearths posts and stumps... . erects 
fences ... hauls boulders . . . lifts truck tires 

. installs overhead equipment . . . straightens 
frames .. . positions motors . . . closes hopper 
doors . . . operates valves . . . tightens power 
lines ... booms poles and pipes to trucks. 





can’t kick back. The hooks open slowly under overload — give 
visible warning of danger. Feature for feature, ‘Tugit’ is to- 
day’s best value in portable lifting and pulling tools. 1 and 2 
ton capacities available. Both are tool-box size. Prices start 
at $63.50. Ask your “Shaw-Box” Distributor for a demonstra- y 

tion or write us for Bulletin 388. Y 






Safety Hooks can be provided on ‘Tugit’ to 
“lock in” slings and other attachments used 
to support loads. 


‘Tugit’ Carrying Case. Durable dust-tight canvas, sewed and 
riveted to wooden base plate. Has slide fastener and leather 
handle. Makes ‘Tugit’ easy to transport from job to job. 
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Ml MANNING, MAXWELL & MOORE, INC. 


SHAW-BOX CRANE & HOIST DIVISION 
Se 386 West Broadway ° Muskegon, Michigan 


Builders of ““SHAW-BOX" and ‘LOAD LIFTER’ Cranes, ‘BUDGIT’ and ‘LOAD LIFTER’ Hoists and other lifting specialties. Other Divisions produce ‘ASHCROFT’ Gauges, 
‘HANCOCK’ Valves, ‘CONSOLIDATED’ Safety and Relief Valves, ‘AMERICAN’ and ‘AMERICAN -MICROSEN’ Industrial Instruments, and Aircraft Products. 


In Canada: Manning, Maxwell & Moore of Canada, Ltd., Avenue Road, Galt, Ontario. 
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